




About FC Dallas 


FC Dallas became a charter member club of Major League Soccer on June 6, 1995, selected along with Kansas City and Colorado to give the league 10 
teams for its initial year. Known originally as the Dallas Burn, the team's original colors (green and red) and logo (fire-breathing horse) were unveiled at a 
gala in New York City on October 17, 1995. That same day, MLS announced that Mexican-icon Hugo Sanchez was allocated to the team as its first player 
in team history. 

Six months later, Dallas played its first MLS game, defeating the San Jose Clash in front of 27,779 fans at the Cotton Bowl in Dallas on April 14, 1996. In 
its second year, Dallas claimed its first major championship, winning the 1997 U.S. Open Cup title by defeating D.C. United 5-3 on penalty kicks after a 
scoreless game. 

The team was a league-owned entity from its inception until the fall of 2003, when Lamar Hunt and his family took over the operating rights. Between 
1996 and 2012, Dallas compiled a regular season record of 207-201-84 and qualified for the postseason on 12 occasions. In 2006 and once again in 2012, 
the club recorded its highest point total in franchise history by acculmlating 52 points (Dallas earned the top seed in the Western Conference Playoffs for 
the first time ever in 2006). 

The team changed its name to FC Dallas after the conclusion of the 2004 season. As part of the club's rebranding, new uniforms and a new logo were 
unveiled along with the name change. The logo features the name FC Dallas and the number 96, signifying the year the club played its inaugural game, 
above a drawing of a bull, signifying the kind of Texas cattle that were driven along North Texas trails throughout the 19th century. The logo features the 
club's new colors red, white and blue, (all of which can be found in the American flag and the state flag of Texas) with a hint of silver. After playing all of the 
team's home games at either the Cotton Bowl in Dallas or Dragon Stadium in Southlake, Texas for the first nine-and-a-half seasons of its existence, FC Dallas 
moved to its new home, FC Dallas Stadium, the third soccer-specific stadium in Major League Soccer, on August 6, 2005. 

In 2006, FC Dallas formed exclusive partnerships with Mexican First Division club Tigres de la Universidad Autonoma de Nueva Leon (UANL) and Clube 
Atletico Paranaense of Brazil's Campeonato Brasileiro Serie A. These partnerships provide FC Dallas with an avenue to develop philosophies, practices, and 
training methods, as well as the opportunity to exchange players through loans. These partnerships have seen FCD play an annual home-and-away series 
against each club. FC Dallas won the inaugural Rio Grande Plate against Tigres in 2006, but the Mexican club claimed the plate in 2007 and 2008. Dallas 
retook the plate in dramatic fashion in 2011, besting Tigres in a penalty kick shootout. Atletico Paranaense won the inaugural USA-Brazil Challenge in 2007, 
but 2008 saw FCD claim the title. 

In January 2008, FC Dallas was recognized as the 2007 Frisco Business of the Year, taking the top honor at the 24th Annual Frisco Chamber of Commerce 
Banquet Awards. Out of 1,300 businesses that qualified for the honor, 100 were nominated and presented in front of a nomination committee. Only four 
finalists were selected from the nominees, and the Frisco business leaders selection committee awarded FCD the winner. 

2013 Competitions 

The main goal for every team throughout the MLS regular season is to put itself in position to win the MLS Cup in November. However, along the way there 
are several other competitions that FC Dallas will also participate in - both international and domestic. These competitions are played during the regular 
season, which is why on some occasions, FCD will play against another MLS team but the results won't have an impact on the regular season standings. 
Below is the list of competitions for 2011. 

Supporters' Shield 

The Supporters' Shield is given to the team that finishes the regular season with the best record in the league (most points). In the past few years, the 
winner of the Supporters' Shield has represented the United States in the CONCACAF Champions Cup (now the CONCACAF Champions League), the longest 
running international club competition in the CONCACAF region and has crowned the champion club of the Confederation since its inception over four 
decades ago. FC Dallas qualified for the CONCACAF Champions League tournament in 2011 by advancing to MLS Cup in Toronto in 2010. 

Lamar Hunt U.S. Open Cup 

The U.S. Open Cup, which is recognized as U.S. Soccer's National Championship, is an annual competition open to all amateur and professional soccer 
teams affiliated with U.S. Soccer. The tournament has crowned a champion for 99 consecutive years dating back to 1914. Within the U.S. Open Cup frame¬ 
work, teams compete in one of the following four categories: professional outdoor Division I (Major League Soccer), Division II (NASL) or Division III (USL 
PRO); or Amateur Division (USL Premier Development League & U.S. Adult Soccer Association). FCD won the Open Cup in 1997 and has reached the final 
on two other occasions (2005 vs. LA, 2007 vs. NE). 

Brimstone Cup 

When FC Dallas and the Chicago Fire play, they play for more than the game at hand. In 2001, the team's fans joined to start the inaugural Brimstone Cup, 
which is handed to fans of the team that wins the season series. That year, the teams tied the season series with each team going 2-2. The fans decided 
goal-differential should not decide the winner of the cup, and instead left the winner to be determined by the playoff series or the U.S. Open Cup. The 
teams met in the 2001 playoffs, which the Fire won, in turn keeping the first-ever Brimstone Cup. After winning the series in 2002 (2-0), the teams tied 
the series in 2003 - Cup rules stipulate that if a team does not straight out win the series, the current holders retain the Cup. Dallas did not lose for 10 
consecuative seasons beginning in 2004. FCD won 2-0 that year. In 2005, the teams split the series but Dallas won the U.S. Open Cup Semifinal matchup 
to keep the Cup. In 2006, FCD won both games in the series by a 3-2 score. In 2007, FCD defeated Chicago 2-1 at Toyota Park on May 17 and tied 1-1 at 
FC Dallas Stadium on Sept. 20, thus winning the series by the aggregate score of 3-2 and retaining the Brimstone Cup. FCD again claimed the cup in 2008, 
winning both games by a combined 5-1 score. The 2009 season saw FC Dallas retain the cup by going 1-1-0 against the Fire and in 2010, FC Dallas won 
the series 1-0-1 after defeating the Fire, 3-1 at FC Dallas Stadium. 2012 saw Dallas draw the Fire 1-1 in its season-opener, but traveled to Chicago and 
claimed the cup on the strength of a 2-1 road victory. Dallas fell 2-1 to the Fire in the teams' only meeting during the 2012, which was played in Chicago. 

El Capitan - The Cannon 

The 2006 and 2007 seasons saw the beginning of what promises to be a competitive rivalry between the two Texas MLS teams - FC Dallas and Houston Dy¬ 
namo. Prior to the first-ever meeting, the teams agreed to play for something more than points in the standings during the four-game regular season series 
The winner of the series would earn the right to keep a 19th century Mountain Howitzer cannon, recognizing the winning side as the best Major League 
Soccer team in the state of Texas during the year. Through an online poll, the fans of both teams voted to call the cannon "El Capitan." 

Houston claimed the cannon during the first year, by winning the series 2-1-1. The teams met four times during regular season play in 2007, with Houston 
claiming the series 3-0-1. FCD and Houston met three times in 2008 with each game ending in a tie, forcing the second tiebreaker of away goals to decide 
the winner. FCD had the edge, outscoring Houston 4-2 on the road, which means "El Capitan" was in Dallas' possession for the 2009 season. However, 
the Dynamo reclaimed "El Capitan" that season. The teams battled twice early in the 2010 season, a draw a FC Dallas Stadium and a 1-0 win for Dallas in 
Houston's Robertson Stadium on May 5 - the first win for FC Dallas in Robertson Stadium sent the connon back to Frisco. The Dynamo retook the cannon 
in the 2011 campaign, drawing Dallas 2-2 in Houston before earning a 1-0 victory in FC Dallas Stadium. Houston retained the cannon in 2012, defeating 
Dallas, 2-1 in BBVA Compass Stadium. 
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About FC Dallas Stadium 


Opened on August 6, 2005, FC Dallas Stadium is a 145-acre multipurpose sports and entertainment facility located at the 
intersection of Main Street and Dallas North Tollway in Frisco, Texas, and is the home stadium for FC Dallas. 

The combination of a world-class stadium and a sports park make FC Dallas Stadium one of the best and most unique soccer 
facilities in the world. Included in the facility is the 20,500 state-of-the-art pro soccer stadium which features a built-in stage on 
the north end and 26 suites that are approximately 500 square feet in size. Located on the west side of the stadium, the suites 
are immediately above the lower bowl seating area and provide an outstanding view of both the playing field and the concert 
stage. By adding field seats above a state-of-the art Terraflor covering, the stadium can accommodate over 27,000 fans for 
concerts. 

The facility has demonstrated to be one of the top venues in the United States for both professional and amateur soccer. The 
complex, which includes 17 tournament-grade fields used for youth and adult soccer, as well as high school sports and other 
events, has drawn over 1 million visitors each year since opening. 

In addition to FC Dallas action, FC Dallas Stadium is the focal point of youth and adult soccer in North Texas and around the 
country. North Texas Soccer, the largest joint youth and adult soccer association in the United States, signed a marketing 
partnership with FC Dallas Stadium which further enhances the brand awareness for both properties throughout the region. 
Furthermore, the United States Youth Soccer Association is headquartered at the complex. US Youth Soccer is the largest 
member of the United States Soccer Federation, the governing body for soccer in the United States. 

In February 2006, FC Dallas Stadium was recognized by the Dallas Business Journal as the winner of the 2005 Best Community 
Impact Award, given to a property that was judged to have created the most positive economic and social impact on a 
community. FC Dallas Stadium was also the Top Winner at the Topping Out 2007 Awards Presentation, recognized for 
excellence in the fields of development, architecture and construction which have a positive impact on the local community. In 
November 2006, FC Dallas Stadium was recognized as the first "Green" professional sports stadium in Texas after administering 
a formal recycling program. The SportsTurf Managers Association named the FC Dallas Stadium field as its 2011 Field of the 
Year in the professional soccer category on Monday, December 5, 2011. Coordinator of Stadium Grounds Allen Reed and 
Director of Stadium Grounds Miles Studhalter accepted the award on behalf of FC Dallas. 

The $105 million public-private complex is owned by the City of Frisco in partnership with the Hunt Sports Group (HSG), the 
Frisco Independent School District, and Collin County. 


FC Dallas Stadium fast facts: 

• Capacity - 20,500 

• 145 acres 

• Type of Turf = Tiff 419 Bermuda 

• 5,385 total parking spaces 

• 24.5 acres of off-site parking 

• 115,000 square yards of landscaped turf 

• 1,180 total number of trees 

• 10,790 linear feet of perimeter fencing 

• 46,000 linear feet of irrigation piping 

• 950 sprinkler heads 

• 2.5 surface acres of detention ponds 

• 12,500 linear feet of sidewalks 

• 10 concession stands on the concourse featuring a combined 82 points of sale. 

• 6,500 square foot River Club features 82 permanent seats, a bar, and full-service restaurant 

• The River Club by WinStar World Casino can accomodate up to 1,100 people. 

• The soccer park has two concession stands featuring a combined 10 points of sale. 

• There are 475 wheelchair and companion seats available 

• There are six women's restrooms and six men's restrooms in the stadium concourse, as well as six family restrooms. 

• There are also restrooms in the River Club, on the Suite Level, and in the Press Box. 

• There are two women's and two men's restrooms located in the soccer park. 

• The specifications for the LED boards at FC Dallas Stadium, for both stadium and soccer park: 

- STADIUM - Northwest and Northeast main displays are 19'-0" x 56'9 3/8" L 23 mm/ 99,840 pixels. 

- Approximate weight = 9,315 lbs. 

-Two - South Fascia LEDs (east and west) are 4' - 0 J/4" H x 60' - 3 1/2" L 23 mm / 38,400 pixels. 

- Approximate weight = 2,500 lbs. each. 

- East Fascia LED is 9'-7 3/16" x 24'-0" 23 mm / 40,960 pixels. Approximate weight = 2,700 lbs. 

- West Fascia LED is 400' - 9 5/8" L x 3' - 7 3/16" H, 23 mm / 256,512 pixels. Approximate weight = 18,800 lbs 

• Two soccer park pavilion displays are 10' - 7 11/16" x 19' - 6 1/16" each 34 mm Galaxy / 16,896 each. 

- Approximate weight: 1,400 lbs. each. 
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About FC Dallas Stadium 


DIRECTIONS TO FC DALLAS STADIUM 

From Downtown Dallas - Head North on the Dallas North Tollway to Main Street in Frisco. Facility is on the northeast corner of 
Tollway and Main Street. 

From DFW Airport - As you take the North Exit out of the airport, proceed to 635 and head East. Take 635 East to the Dallas 
North Tollway and head north. Proceed on the Dallas North Tollway to Main Street in Frisco. Facility is on the northeast corner 
of Tollway and Main Street. 


FC DALLAS STADIUM ATTENDANCE RECORDS (THROUGH 2012 SEASON) 


Date _ Match _ Outcome 

Largest Soccer crowd, FC Dallas Regular Season game: 

7/28/12 FC Dallas vs. Los Angeles 1-0 LA 

Largest Soccer crowd, FC Dallas Playoff game: 

10/28/06 FC Dallas vs. Colorado 3-2 COL 

Largest Soccer crowd, FC Dallas Open Cup game: 

10/3/07 FC Dallas vs. New England (Final) 3-2 NE 

Largest Soccer crowd, FC Dallas International game: 

7/19/06 FC Dallas vs. Tigres (MEX) 2-0 FCD 

Largest Soccer crowd, FC Dallas other competition: 

7/31/07 FC Dallas vs. Los Angeles (SuperLiga) 6-5 LA 

Largest Crowd, International: 

3/1/06 Mexico vs. Ghana 1-0 MEX 

Largest Crowd, International Club Teams: 

1/7/06 Necaxa vs. Tigres (InterLiga) 3-2 TIG 

1/7/06 Chivas vs. Cruz Azul (InterLiga) 2-2 

Largest Crowd, College Soccer: 

12/1408 Maryland vs. North Carolina 1-0 MD 

(NCAA College Cup Final) 


Largest Crowd, High School Football: 
9/8/06 Frisco vs. Highland Park 

Largest Crowd, Concert: 

10/25/08 Ozzfest 


FC Dallas Stadium's Top 10 FC Dallas Crowds 

1. July 28, 2012 - FC Dallas vs. Los Angeles (1-0 L) 22,565 

2. May 18, 2008 - FC Dallas vs. Los Angeles (5-1 LA) 22,331 

3. May 1, 2011 - FC Dallas vs. Los Angeles (2-1 FCD) 21,867 

4. July 4, 2012 - FC Dallas vs. Toronto FC (1-1 Draw) 21,508 

5. July 27, 2008 - FC Dallas vs. Los Angeles (4-0 FCD) 21,020 

6. March 11, 2012 - FC Dallas vs. New York (2-1 FCD) 20,904 

7. Oct. 7, 2006 - FC Dallas vs. Los Angeles (2-1 FCD) 20, 500 

8. April 22, 2007 - FC Dallas vs. Colorado (3-1 FCD) 20, 500 

9. Oct. 20, 2007 - FC Dallas vs. Kansas City (2-0 KC) 20, 500 

10. March 19, 2011 - FC Dallas vs. Chicago (1-1 Draw) 20,145 


Attendance 

22,565 

15,486 

10,618 

17,176 

21,576 

16,703 

22,322 

22,322 

6,594 

5,000 

30,000 
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Media Guidelines 


2013 FC Dallas Media Guidelines 
Press Credentials 

Single-game and full-season credentials can be requested through the FC Dallas 
Communications Department by e-mail at jminnick@fcdallas.net. Single-game credentials 
must be requested no later than 24 hours prior to the requested game day. Full-season 
credentials are granted to media based on the following criteria: commitment to season- 
long coverage of FC Dallas, need for and use of media access to facilitate reporting and 
newsgathering, and media outlet's adherence to media policies and procedures. All 
credential requests must be submitted by an editor or producer on behalf of the reporter or 
photographer. Generic freelance credentials without a specific publication assignment will 
not be approved. 

Media Will Call 

Media Will Call is located at the North Box Office and opens two hours prior to kick off on 
game days. It is closed in the 15th minute of the game. Parking is free. 

Photographers/TV Crews 

Television and still photographers holding proper credentials can shoot from the designated 
areas behind the goals. Photographers can use the press box to file photos. 

Media Access on Game Days 

In accordance with Major League Soccer policy, both home and visiting locker rooms are 
open to credentialed media beginning 15 minutes following the conclusion of the game. Both 
visiting and home head coaches will be available to media in a post-game press conference 
format located in Locker Room D. After the post game press conference there will be no 
access to the FC Dallas coach inside the locker rooms, only to players. 

Media Access to Training Sessions 

FC Dallas trains regularly on the adidas Field at FC Dallas Stadium. Unless otherwise noted, 
training sessions are open to credentialed media, however media are encouraged to contact 
the FC Dallas Communications Department to confirm practice times and dates. Players and 
coaches are available for interviews by request through the communications department 
following each session (requests must be made prior to the end of the training session). 

FC Dallas Distribution List and Press FTP 

Media can receive FC Dallas news and information via e-mail by contacting the FC Dallas 
Communications Department and requesting to be added to the distribution list. B-Roll, 
sound, highlights and photos are also available via the league Press FTP site. For username 
and password information, contact the FC Dallas Communications Department. 

FC Dallas Communications Department Contact Information 

Cesar Velasco: Sr. Director, International Communications 
469.365.0198 

E-mail: CVelasco@FCDallas.net 

Leigh Anne Gullett: Director, Public Relations 
Office: 469.365.0054; Cell: 2102.259.7865 
E-mail: LGullett@FCDallas.net 

Jason Minnick: Manager, Media Relations 

Office: 469.365.0068 

E-mail: JMinnick@FCDallas.net 
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